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NATIONAL  ARCHIVES  AND  RECORDS 
ADMINISTRATION 

36  CFR  Ch.  XII 

Unified  Agenda  of  Federal  Regulations 

agency:  National  Archives  and  Records 
Administration. 

action:  Semiannual  agenda. 


SUMMARY:  This  agenda  announces  the 
proposed  regulatory  actions  that  the 


National  Archives  and  Records 
Administration  (NARA)  plans  for  the 
next  12  months  and  those  actions  that 
have  been  completed  since  April  1988. 
This  agenda  was  developed  under  the 
guidelines  in  OMB  Bulletin  No.  88-15, 
dated  June  24, 1988.  NARA’s  purpose  in 
publishing  this  agenda  is  to  allow 
interested  persons  an  opportunity  to 
have  more  comprehensive 
documentation  of  NARA’s  regulatory 
plans  and  to  provide  a  systematic 
means  of  monitoring  regulatory  activity 

Prerule  Stage 


in  NARA.  None  of  the  regulations  listed 
in  the  agenda  are  considered  major 
under  Executive  Order  12291,  Federal 
Regulation. 

FOR  FURTHER  INFORMATION  CONTACT: 

John  A.  Constance,  Chief,  Information 
Management  and  Directives  Branch, 
(202)  523-3214. 

Dated:  August  26, 1988. 

Claudine ).  Weiher, 

Acting  Archivist  of  the  United  States. 


Se- 

- 

Regulation 

quence 

Title 

Identifier 

Number 

Number 

3134 

Transfers  to  the  National  Personnel  Records  Center . 

3095-AA15 

3135 

Procedures  for  Transfers  to  Federal  Records  Centers . . . 

3095-  AA41 

Proposed  Rule  Stage 


Membership  on  State  Historical  Records  Advisory  Boards . 

Restrictions  on  Access  to  Archival  Records . 

Micrographics  Records  Management . . . 

Uniform  Administrative  Requirements  for  Grants  and  Cooperative  Agreements . 

NARA  Implementation  of  Presidential  Records  Act . 

NARA  Standards  of  Conduct . . . 

Electronic  Records  Management . 

Loans  of  Original  Records  for  Exhibition  Purposes . . . 

Transfer  of  Records  to  the  National  Archives . . . 


Regulation 

Identifier 

Number 


3095-AA20 

3095-AA21 

3095-AA22 

3095-AA23 

3095-AA24 

3095-AA25 

3095-AA29 

3095-AA37 

3095-AA42 


Completed  Actions 


Se- 

Title 

Regulation 

quence 

Identifier 

Number 

Number 

3145 

Transfers  to  the  National  Personnel  Records  Center . 

3095-AA16 

3146 

Enforcement  Nondiscrimination  on  the  Basis  of  Handicap  in  Federally-conducted  Programs . 

3095-AA35 

3147 

Implementation  of  Government-wide  Nonprocurement  Debarment  and  Suspension  System . 

3095-AA38 

NATIONAL  ARCHIVES  AND  RECORDS  ADMINISTRATION  (NARA) 


Prerule  Stage 


3134.  TRANSFERS  TO  THE  NATIONAL 
PERSONNEL  RECORDS  CENTER 

Legal  Authority:  44  USC  3101 
CFR  Citation:  36  CFR  1228.154 

Legal  Deadline:  None 


Abstract  Consideration  is  being  given 
to  acceptance  of  individual  earnings 
and  pay  cards  and  comprehensive 
payrolls  in  microfiche  or  computer 
output  microfilm  format  only. 


Timetable: 

Action 


Begin  Review  10/00/88 

End  Review  03/00/89 

Small  Entities  Affected:  None 
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Government  Level*  Affected:  Federal 

CFR  Citation:  36  CFR  1228.152 

Timetable: 

Agency  Contact  Gregory  A.  Pomicter, 

Dir.,  Field  Operations  Division  (NCF), 
National  Archives  and  Records 
Administration,  Washington,  DC  20408. 
202  653-8388 

RIN:  3095-AA15 

Legal  Deadline:  None 

Action  Date  FR  Cite 

Abstract  In  accordance  with  36  CFR 
1228.152(f),  the  physical  transfer  of 
records  to  a  records  center  must  be 
made  within  90  days  after  the  agency 
receives  the  annotated  copy  of 

Standard  Form  135,  Records 

Transmittal  and  Receipt.  Consideration 
is  being  given  to  extending  the  time 
period  to  120  days  for  receipt  of 
shipments  from  offices  outside  the 
continental  United  States. 

Begin  Review  10/00/88 

End  Review  01  /00/89 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Federal 

3135.  •  PROCEDURES  FOR 
TRANSFERS  TO  FEDERAL  RECORDS 
CENTERS 

Legal  Authority.  44  USC  3101 

Agency  Contact  Gregory  A.  Pomicter. 

Dir.,  Field  Operations  Division  (NCF), 
National  Archives  and  Records 
Administration,  Washington  DC  20408. 
202  653-8388 

RIN:  3095-AA41 

NATIONAL  ARCHIVES  AND  RECORDS  ADMINISTRATION  (NARA) 

Proposed  Rule  Stage 

3136.  MEMBERSHIP  ON  STATE 
HISTORICAL  RECORDS  ADVISORY 
BOARDS 

Legal  Authority:  44  USC  2505 
CFR  Citation:  36  CFR  1206 
Legal  Deadline:  None 

Abstract:  This  regulation  will 
restructure  the  State  Historical  Records 
Advisory  Boards  and  redefine  their 
functions  in  the  grant  review  process. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/00/89 

NPRM  Comment  04/00/89 
Period  End 

Final  Action  05/00/89 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Nancy  Sahli,  Acting 
Dir.,  Records  Program  (NP),  National 
Archives  and  Records  Administration, 
Washington,  DC  20408,  202  523*5386 

RIN:  3095-AA20 


3137.  RESTRICTIONS  ON  ACCESS  TO 
ARCHIVAL  RECORDS 

Legal  Authority:  44  USC  2108(a);  44 
USC  2104(a) 

CFR  Citation:  36  CFR  1256.40 

Legal  Deadline:  None 

Abstract  This  rule  will  add  specific 
agency  restrictions  on  the  use  of  certain 
accessioned  archival  records.  The 
restrictions  will  be  in  conformity  with 
the  Freedom  of  Information  Act. 


Timetable: 

Action  Date  FR  Cite 

NPRM  02/00/89 

NPRM  Comment  03/00/89 
Period  End 

Final  Action  05/00/89 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Trudy  H.  Peterson, 

Assistant  Archivist,  Office  of  National 
Archives,  National  Archives  and 
Records  Administration,  Washington. 
DC  20408,  202  523-3130 

RIN:  3095-AA21 


3138.  MICROGRAPHICS  RECORDS 
MANAGEMENT 

Legal  Authority:  44  USC  2907;  44  USC 
3302;  44  USC  3312 

CFR  Citation:  36  CFR  1230 
Legal  Deadline:  None 

Abstract  This  rule  will  update  existing 
regulations  on  micrographics  records 
management  to  correct  references  to 
Federal  and  industry  micrographics 
standards. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/89 

NPRM  Comment  05/00/89 
Period  End 

Final  Action  06/00/69 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact  Adrienne  C.  Thomas, 

Deputy  Assistant  Archivist,  for 


Management  and  Administration, 
National  Archives  and  Records 
Administration,  Washington.  DC  20408. 
202  523-3621 

RIN:  3095-AA22 


3139.  •  UNIFORM  ADMINISTRATIVE 
REQUIREMENTS  FOR  GRANTS  AND 
COOPERATIVE  AGREEMENTS 

Legal  Authority:  44  USC  2104;  44  USC 
2504 

CFR  Citation:  36  CFR  1207 
Legal  Deadline:  None 

Abstract:  This  action  proposes  a 
common  rule  updating  and  replacing 
agencies’  implementation  of  OMB 
Circular  A-110  with  a  single, 
government-wide  common  rule 
establishing  consistency  and  uniformity 
among  Federal  agencies  in  the 
administration  of  grants  and 
cooperative  agreements  to  institutions 
of  higher  education,  hospitals,  other 
nonprofit  organizations,  and 
commercial  or  for-profit  entities.  This 
result  is  achieved  by  amending  the 
common  rule  issued  by  the  agencies  on 
March  11, 1988,  to  similarly  update  and 
replace  implementation  of  OMB 
Circular  A-102.  The  provisions  of  the 
common  rule  are  largely  drawn  from 
the  existing  departmental  rules  issued 
by  the  several  agencies  which  in  the 
past  developed  a  single,  comprehensive 
rule  implementing  the  circulars.  This 
proposed  common  rule  contains  fiscal 
and  administrative  requirements 
applicable  to  grantees. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/88 

NPRM  Comment  12/00/88 
Period  End 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact:  Adrienne  C.  Thomas. 
Deputy  Assistant  Archivist,  for 
Management  and  Administration, 
National  Archives  and  Records 
Administration,  Washington,  D.C. 
20408,  202  523-3621 

RIN:  3095-AA23 


3140.  NARA  IMPLEMENTATION  OF 
PRESIDENTIAL  RECORDS  ACT 

Legal  Authority:  44  USC  2206 
CFR  Citation:  36  CFR  1270 
Legal  Deadline:  None 

Abstract:  44  USC  2206  requires  that  the 
Archivist  promulgate  regulations  to 
carry  out  the  Presidential  Records  Act. 
The  law  requires  that  the  regulations 
provide  for: 

1.  advance  public  notice  of  intention  to 
dispose  of  valueless  records; 

2.  notice  to  the  former  President  of 
impending  opening  of  otherwise 
restrictable  records  in  response  to 
judicial  process,  a  request  from  the 
incumbent  President,  or  request  from 
Congress; 

3.  notice  to  the  former  President  when 
disclosure  of  documents  may  adversely 
affect  any  rights  or  privileges  he  may 
have;  and 

4.  establishment  of  procedures  for 
consultation  between  the  Archivist  and 
appropriate  Federal  agencies  regarding 
Presidential  records  which  may  be 
restricted  as  investigatory  records 
compiled  for  law  enforcement  purposes. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  00/00/00 

NPRM  Comment  00/00/00 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact:  Gary  Brooks,  General 
Counsel,  National  Archives  and 


Records  Administration,  Washington, 
DC  20408,  202  523-3618 

RIN:  3095-AA24 


3141.  NARA  STANDARDS  OF 
CONDUCT 

Legal  Authority:  44  USC  2104(a) 

CFR  Citation:  36  CFR  1204 
Legal  Deadline:  None 

Abstract:  These  regulations  will 
establish  standards  of  conduct  for 
NARA  employees. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/89 

NPRM  Comment  06/00/89 
Period  End 

Final  Action  06/00/89 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Gary  Brooks, 

Designed  Agency  Ethics  Official, 
National  Archives  and  Records 
Administration,  Washington,  DC  20408, 

202  523-3618 

RIN:  3095-AA25 


3142.  ELECTRONIC  RECORDS 
MANAGEMENT 

Legal  Authority:  44  USC  2904;  44  USC 
3102 

CFR  Citation:  36  CFR  1234 
Legal  Deadline:  None 

Abstract:  Federal  agencies  increasingly 
are  recording  their  policies  and 
authorities  electronically.  The  proposed 
regulation  will  provide  comprehensive 
standards  for  the  creation, 
maintenance,  use  and  disposition  of 
electronic  records. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

NPRM  Comment  00/00/00 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  Federal 

Agency  Contact:  Mary  Ann  Wallace, 

Director,  Agency  Services  Division 
(NIA),  National  Archives  and  Records 


Administration,  Washington,  DC  20408, 
202  724-1453 

RIN:  3095-AA29 


3143.  LOANS  OF  ORIGINAL  RECORDS 
FOR  EXHIBITION  PURPOSES 

Legal  Authority:  44  USC  2104a;  44  USC 
2109 

CFR  Citation:  36  CFR  1254 
Legal  Deadline:  None 

Abstract:  To  make  the  permanently 
valuable  records  of  the  U.S. 

Government  more  widely  available. 
NARA  may  lend  for  exhibition 
purposes,  original  records  (in 
sufficiently  good  condition  to  withstand 
the  rigors  of  exhibition)  to  qualified 
institutions  that  will  provide  care  for 
the  borrowed  items  in  accordance  with 
NARA’s  minimum  loan  requirements 
and  any  additional  requirements  that 
are  deemed  appropriate  for  particular 
records.  NARA’s  loan  requirements  are 
necessary  to  ensure  that  the  exhibition 
of  records  from  its  holdings  does  not 
conflict  with  its  responsibility  for  the 
preservation  of  those  records.  This 
regulation  will  make  NARA's  minimum 
loan  requirements  for  security, 
environmental  conditions,  lighting, 
handling,  and  advance  notice  more 
conveniently  available  to  potential 
borrowers.  Since  loan  requests  are 
reviewed  in  accordance  with 
established  administrative  procedures 
and  are  subject  to  existing 
requirements,  no  additional  costs  will 
be  involved. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/00/89 

NPRM  Comment  03/00/89 
Period  End 

Final  Action  06/00/89 

Small  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact:  Adrienne  C.  Thomas, 
Deputy  Assistant  Archivist,  for 
Management  and  Administration, 
National  Archives  and  Records 
Administration,  Washington,  DC  20408, 
202  523-3621 

RIN:  3095-AA37 


NARA 
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3144.  •  TRANSFER  OF  RECORDS  TO 
THE  NATIONAL  ARCHIVES 

Legal  Authority:  44  USC  Chapter  21;  44 
USC  Chapter  29;  44  USC  Chapter  31 

CFR  Citation:  36  CFR  1228.180 
Legal  Deadline:  None 

Abstract:  Under  44  U.S.C.  2107,  the 
Archivist  of  the  United  States  may 
direct  and  effect  the  transfer  to  the 
National  Archives  of  the  United  States 
of  permanently  valuable  records  of  a 
Federal  agency  that  are  more  than  30 
years  old,  unless  the  head  of  the  agency 
which  has  custody  of  them  certifies  in 
writing  to  the  Archivist  that  they  must 


be  retained  in  the  agency  for  use  in  the 
conduct  of  the  agency’s  regular  current 
business.  The  rule  specifies  what 
information  must  be  contained  in  the 
written  certification  and  provides 
criteria  to  assist  agencies  in  making  an 
informed  determination  whether  their 
permanently  valuable  records  over  30 
years  old  are  needed  for  current 
business  in  agency  space.  The  rule  also 
clarifies  procedures  for  removing 
statutory  and  other  restrictions  from 
records  transferred  to  the  National 
Archives. 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/02/88  53  FR  34131 

NPRM  Comment  10/03/88 
Period  End 

Final  Action  10/00/88 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact:  Adrienne  C.  Thomas. 
Deputy  Assistant  Archivist,  for 
Management  &  Administration. 
National  Archives  and  Records 
Administration.  Washington.  DC  20408, 
202  523-3621 

RIN:  3095-AA42 


NATIONAL  ARCHIVES  AND  RECORDS  ADMINISTRATION  (NARA)  Completed  Actions 


3145.  TRANSFERS  TO  THE  NATIONAL 
PERSONNEL  RECORDS  CENTER 

CFR  Citation:  36  CFR  1228 

Completed: _ 

Reason  Date  FR  Cite 

Final  Action  04/25/88  53  FR  13407 

Final  Action  04/25/88  53  FR  13407 

Effective 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact:  Gregory  A.  Pomicter 
202  653-8388 

RIN:  3095-AA1G 


3146.  ENFORCEMENT 
NONDISCRIMINATION  ON  THE  BASIS 
OF  HANDICAP  IN  FEDERALLY- 
CONDUCTED  PROGRAMS 

CFR  Citation:  36  CFR  1208 


Completed: 

Reason  Date  FR  Cite 

Final  Action  07/08/88  53  FR  25872 

Final  Action  09/06/88  53  FR  25872 

Effective 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact:  Adrienne  C.  Thomas 
202  523-3621 

RIN:  3095-AA35 


3147.  IMPLEMENTATION  OF 
GOVERNMENT-WIDE 
NONPROCUREMENT  DEBARMENT 
AND  SUSPENSION  SYSTEM 

CFR  Citation:  36  CFR  1209 


Completed: 

Reason  Date  FR  Cite 

Final  Action  05/26/88  36  FR  1209 

Final  Action  10/01/88  36  FR  1209 

Effective 

Small  Entities  Affected:  Businesses. 
Governmental  Jurisdictions. 
Organizations 

Government  Levels  Affected:  Local. 
State 

Agency  Contact:  Adrienne  C.  Thomas 
202  523-3621 

RIN:  3095-AA38 

[FR  Doc.  88-20671  Filed  10-21-88;  8:45  amj 
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